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Bright white Light flashing up and down. 

light looked like spotlight. 
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TO JEPHQ/DIR OF INTELLIGENCE HQ USAF WASH 25 DC 
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JEST POINT 3592. zSTINATE OF RELIABILITY UNKNOWN. WX AND WIhDS 
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